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where his railway frog was being manufactured by Anderson
& Cook, and had made an arrangement with Mr. Ralph
Baggaley of that city to bear the cost of making the first
brake apparatus.

WHO INVENTED THE AIR BKAKE?

As we take up a description of the apparatus and an ac-
count of its introduction, let us note that the first air-brake
patent of George Westinghouse was 88,929, dated April 13,
1869. This patent was reissued July 29, 1873, as 5504.
It is in the proceedings and decision of the U. S. Circuit
Court of Appeals for the Northern District of New York
in the suit brought by George Westinghouse, Jr., against
the Gardner & Ransom Air Brake Company, based prin-
cipally on this reissued patent, that the whole question of
Westinghouse's claim to be the original inventor of the first
form of air brake is thoroughly thrashed out and judicially
determined. Voluminous testimony was taken from April
to November 1874. The case was tried at Cleveland, Ohio,
before Justice Swayne and Judge Walker, and from the
court's decision, handed down June 16; 1875, the following
excerpts are taken:

The case was argued exhaustively, and at great length,
by able and eminent counsel. The importance of the case,
and the large interests involved, as well as the value of the
invention itself to the patentee and to the public at large,
fully justified the elaborate, discussion which the case re-
ceived, and rendered necessary the careful consideration
which we have given to it. The printed record covers about
75Q pages; and nearly thirty patents and provisional speci-
fications offered in evidence by the defendant on the issue
of novelty and priority of invention, and not included in
the printed record, were discussed at the hearing.

The issue of novelty was most vigorously contested.